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ISSUED FROM THE OFFICE OF THE COMMANDANT 


SURGEON GENERAL APPOINTS 
ARMY MEDICAL LIBRARY CONSULTANTS 


Surgeon General Norman T. Kirk has recently appointed four 
leading doctors as Honorary Consultants to the Army Medical 
Library. The Association of Honorary Consultants to the Army 
Medical Library, which now has 97 members, serves as an advisory 
body to the Surgeon General on matters pertaining to the Library. 
The new members include: 


Major General Paul R. Hawley, USA (Retired) 
Medical Director of the Veterans’ Administration 


Dr. Michael E. De Bakey 


Associate Professor of Surgery 
Tulane University Medical School 


Colonel Albert G. Love, MC, USA (Retired) 
Formerly Assistant Surgeon General 


Dr. Elliott C. Cutler 
Mosley Professor of Surgery 
Harvard University Medical School 


LIBRARY MOVES DIVISIONS 


The Library is at present moving the Acquisition, Catalog and 
Index-Catalogue Divisions from the first floor to space on the 
second floor recently vacated by the Army Medical Museum. This 
will provide a consolidated working arrangement for these operating 
divisions whose functions are interrelated. 

The Document Collection, at present housed in the Fisheries 
Building across the street, is being moved to the balcony of the 
same room, where it will be more readily accessible to the public. 
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CHIEF OF REFERENCE DIVISION RESIGNS 


The resignation of Miss Helen Norris, Chief of the Reference 
Division, was accepted with regret on March 7. Miss Norris had 
been with the Library for four and a half years. During this period 
many changes have taken place in Reference Service. 

Following the survey of the Library a number of organizational 
changes were put into effect. Through the employment of profes- 
sional librarians for professional duties, a research and reference ser- 
vice, impossible in former years, was built up. Interlibrary loans 
were increased. The number of books and journals circulated 
reached 20,085 during 1946, almost double that of years of the pre- 
war period. 

Mrs. Eleanor Coffyn succeeds Miss Norris. She will serve as 
Acting Chief of the Reference Division, in which she has been work- 
ing for over a year. Her varied library experience includes periods 
of service at Clark University Library, the Library of The Hispanic 
Society of America, Library of the City of Lowell, Massachusetts 
and two years at the Boston Medical Library. 


UNION CATALOG OF PORTRAITS 
IN THE ARMY MEDICAL LIBRARY 


The Union Catalog of Portraits was begun in 1941 by com- 
bining in one alphabetical file subject cards for portraits in the 
Library of the New York Academy of Medicine, the John Crerar 
Library, the College of Physicians Library (Philadelphia) and the 
Army Medical Library. There are now approximately 60,000 cards 
in the catalog. 

The information contained in this large reference file of por- 
traits of persons in medicine and the related sciences is available to 
you either by personal visit to the Library or through correspon- 
dence. 

The Army Medical Library is interested in expanding its Union 
Catalog of Portraits. To this end it invites medical libraries and 
associations which have portrait collections to send information 
about their collections. Please address letters to The Commandant, 
Army Medical Library, 7th Street and Independence Avenue, S. W., 
Washington 25, D. C. 
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REFERENCE DIVISION OPEN WEDNESDAY EVENINGS 


In the past the Army Medical Library has been open to 
readers daily from 8:15 A. M. to 5:00 P. M. Because of an increas- 
ing demand for evening hours, a new schedule will go into effect on 
13 April 1947. 

The Library will no longer be open Sunday mornings, but will 
now remain open until 9:00 P. M. on Wednesday evenings. Those 
who have heretofore been unable to use the collection during the 
daytime will now have access to it one evening each week. The new 
schedule follows: 


Weekdays (except Wednesdays) 8:15 A.M. to 5:00 P.M. 
Wednesdays ..__._--__-- 8:15 A. M. to 9:00 P. M. 
Sundays —____- 1:00 P. M. to 5:00 P. M. 


INDEX TO VOLUME VIII OF THE 
CURRENT LIST OF MEDICAL LITERATURE 


The index to Volume VIII, which was the last volume of The 
Current List of Medical Literature published under the auspices of 
the Friends of the Army Medical Library, was not completed at the 
time of the transfer of the publication to The Library. Dr. 
Atherton Seidell, Secretary of The Friends, has now prepared the 
Index to this volume, which will be ready for distribution within 
the next few weeks. 

The record of Current List subscribers for the first half of 1945 
is incomplete. Those who desire copies of the Index to complete 
their file of Volume VIII should address their requests to The Editor, 
Current List of Medical Literature, Army Medical Library, 7th 
Street and Independence Ave., $. W., Washington 25, D. C. 


NEW LISTS OF LITERATURE 


The Reference Division has compiled lists of literature on the 
following subjects in response to recent requests: Brachial plexus 
block and anesthesia; carbonic anhydrase; biological effects of ultra- 
sound; “punch drunk”; radioactivity in biology and medicine. 





REPRINTS OF THE OFFICE OF SCIENTIFIC RESEARCH — 
AND DEVELOPMENT 


A set of the collected reprints of the Committee on Medical 
Research of the Office of Scientific Research and Development has 
been received by the Acquisition Division. This represents a collec. 
tive publication of wartime medical research previously withheld’ 
for reasons of security. It is one of the very few sets which have 
been released. General contents include: Volumes I to III, Medi-~ 
cine; Volumes IV to VI, Surgery; Volume VII, Aviation Medicine; 
Volumes VIII to X, Physiology ; Volume XI, Malaria; Volume XI], 
Chemistry, Antibiotics and Adrenal Cortical Hormones. 


JOHN CAPONS WITS 


The following remarks are taken from a leaflet called The New 
Books of John Capons Wits, a satire on the shelves of the Cleveland 
Branch. 


To be still young 
You must dye before you be olde, or else be never angry, never 
colde, not hoat, never thirsty and never sick. 


How to keepe your selves from being drunke 
Drinke not to much Wine, or drinke not at all, or else afore 
you go in company drinke a ful glasse of greene Colwort water 


distilled. 


How to have a good wife 

You must marry the Widdow of a hang’d man, and she will 
never rayle nor chide you upon the remembrance of the credit and 
good life of her last husband; or else take a very rich, and very olde 
woman: but doe not forget to take her very olde, or take her not 
at all. 


To be as good a Doctor as I in a quarter of an houre 
Take your money and bestow it upon my Booke and reade it well. 


To cause one to sleepe soundly for 14 houres 

Take some Cats grease, wherewith annoint the temples of his 
head: afterward you shall see how he will fall into a deep sleepe, 
having drunk a pottle of burned Sacke, besides Claret and White. 


How to have Money 

Borrow good store from your friend, and never restore it; of 
else sell your corne, wheat, and Barley, as I desire to sell my Bookes: 
or else be a good Merchant selling more than you doe buy. 











